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SUBJECT: OECD INTERNATIONAL AGENCY SLT/ERG GROUP 
MEETING ON WASTE HEAT UTILIZATION 

1. GROUP MET FEB 10-11, AND AGREED TO RECOMMEND TO 
SLT AS FOLLOWS BASED ON REPORT OF MAY 14, 1974 MEETING 
AT GOESTHACHT. REF PROJECTS A, B AND C OF THAT MEETING. 
COUNTRIES ATTENDING UNDER CHAIRMANSHIP FRG (KLEIN) WERE 
FRG, AUSTRIA, BELGIUM, CANADA, DENMARK, ITALY, JAPAN, 

UK, SWEDEN, SWITZERLAND, USA AND OECD OBSERVERS. 

2. PROJECT A: USE OF REJECT HEAT. REPORTS WERE 
REQUESTED FROM EACH COUNTRY ON METHODS OR SYSTEMS FOR 
USE OF WASTE HEAT FROM ELECTRIC POWER PLANTS EXISTING, 
PROPOSED OR UNDER STUDY. EACH PARTICIPANT ALSO ASKED TO 
NAME EXPERT REP BY END MARCH FOR COORDINATING AND SUB- 
MITTING NATIONAL REPORT TO LEAD COUNTRY (FRG) WHO WILL 
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THESE EXPERTS IN PARIS POSSIBLY IN JULY TO COMBINE 
COUNTRY REPORTS INTO ONE OVERALL REPORT TO IEA. 
PREPARATION OF SUBMISSION WOULD REQUIRE ABOUT ONE MAN 
MONTH PLUS ATTENDANCE AT JULY MEETING. DELS WOULD 
RECOMMEND THIS PARTICIPATION. 

3. PROJECT B: HEAT DEMAND MAP. FRG DEVELOPING HEAT 
DEMAND MAP SCHEME AND DISCUSSION CENTERED LARGELY 
AROUND FRG PROGRAM. FRG ANTICIPATES OTHER COUNTRIES 
WILL FIND THIS OF INTEREST AND WILL SHORTLY CIRCULATE 
PROGRAM OUTLINE FOR COMMENT. FIRST CIRCULATION IN 
GERMAN. CANADA OFFERED TO PROVIDE QUICK TRANSLATION. 
CHAIRMAN REQUESTED EACH COUNTRY TO NAME EXPERT FOR 
FURTHER DISCUSSIONS AND MEETING IN JULY TO COMMENT ON 
FRG PROGRAM AND ON OWN COUNTRIES DEVELOPMENTS. 

4. PROJECT C: COOPERATION IN EVALUATING NEW UTILITY 
SUPPLY CONCEPTS AND PROGRAMS. PHASE I WILL CONCERN 
SMALL COMBINED HEAT/POWER SYSTEMS AND IN EFFECT IS 
SURVEY OF WHAT EXISTS IN PARTICIPATING COUNTRIES TO BE 
PROVIDED ON FORM TO BE DISTRIBUTED BY LEAD COUNTRY. 

AGAIN CHAIRMAN SEEKS REPLIES IN TIME FOR JULY MEETING. 

ONLY AFTER THIS EXCHANGE WILL PARTICIPATION IN EVALUA- 
TION OF DEMONSTRATION SYSTEMS BE DISCUSSED. 

5. EXPERT GROUP AGREED NOT TO BECOME DEEPLY INVOLVED IN 
INDUSTRIAL HEAT RECOVERY SYSTEMS AT THIS TIME. IT WAS 
SUGGESTED THAT DELS INITIATE SOME CONTACT WITH INDUS- 
TRIAL ASSOCIATIONS IN THEIR OWN COUNTRIES IN FIELDS OF 
STEEL, ALUMINIUM AND PULP TO RAISE QUESTION OF DATA 
PROVISION. 

6. QUESTIONS OF OVERLAP WITH OTHER EXPERT GROUPS EG 
ENERGY CONSERVATION WERE BRIEFLY CONSIDERED. ONE 
PARTICULAR AREA CONCERNS SEASONAL STORAGE OF WASTE HEAT 
FROM POWER PLANTS. EMPHASIS WAS GIVEN TO NEED FOR 

GOOD LIAISON WITH OTHER EXPERTS PANELS AND IT WAS 
RECOMMENDED THAT CHAIRMAN OF RELATED GROUPS SHOULD 
MEET TO ESTABLISH THIS LIAISON. 
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